May h, 1965 


To: Board of Student Publications 


Having completed a detailed study of the program require- 
ments, and financial aspects of, and need for 4 ten (10) watt 


educational FM operation, WKNC now requests approval by the 


Board to proceed with the following steps: 


1. To file with the Federal Communications Commission 
an application for a construction permit (to construct the 
proposed operation) and ultimately permission to operate the 
proposed facility, WKNC-IM; 


2, To file this application in the name of North 
Carolina State University at Raleigh with the Board of 
Student Publications as the body of responsibility. 

WKNC further requests a grant of funds needed to file 


aforementioned application and to purchase and install the 


required new equipment. The disbursement of the requested funds 


will proceed according to the projected schedule of expenditures 


on the accompanying page. 
Respectfully yours, 


Don A. Grigg 
Station Manager 


Schedule of Expenditures 
for 
Construction and Operation of WKNC-FM 
1965-66 


The estimate following is a compilation of projected costs from 
Gates Radio Corporation, Donald B. Upham, Chief Engineer WUNC , 
and the WKNC Technical Staff. 


Transmitter Equipment 


Transmitter (Gates 10 watts) & 1,908.00 
Limiter (modulation) 600.00 
100% Tube Replacement (50% FCC requirement ) 41,00 
Spare Crystal and Oven 72.60 


Outside Equipment 


Antenna - two element(gain 1.8) 400.00 
Low Loss Cable 100 ft. ® 1.50/ft. 150.00 
Incidental Hardware Cyehal 


Installation Cost 


Construction Permit Filing 300.00 * 
Equipment Installation 200.00 * 
Rigger (antenna) 50.00 
Transportation 50.00 
Phone Line (10 months) 100 .00 
Monitor Receiver and Remote Control 500 .00 
Equipment (necessitated by remote antenna) 


Incidentals 


A. North Carolina State Sales Tax 107.00 


These are fees quoted by Mr. Donald B. Upham, 
at WUNG and are quite reasonable. 


